ETag: "fe98d2da2d9740f9c6177be2f19617b4"
accept: text/html,application/xhtml+xml,application/xml;q=0.9,*/*;q=0.8
accept-encoding: gzip, deflate
accept-language: en-US,en;q=0.5
authorization: LOW THibnqw2jayKX9XI:REDACTED_BY_IA_S3
cache-control: no-cache
connection: close
content-length: 178399
content-type: multipart/form-data; charset=UTF-8
host: s3.us.archive.org
origin: https://archive.org
user-agent: Mozilla/5.0 (X11; Ubuntu; Linux i686; rv:21.0) Gecko/20100101 Firefox/21.0
x-amz-acl: bucket-owner-full-control
x-amz-auto-make-bucket: 1
x-archive-interactive-priority: 1
x-archive-meta-mediatype: texts
x-archive-meta01-collection: opensource
x-archive-meta01-description: uri(%3Csmall%3EThermal%20Power%20Stations%20all%20over%20the%20world%20are%20facing%20the%20problem%20of%20boiler%20tube%20leakage%20frequently.%20The%20consequences%20of%20which%20affects%20the%20performance%20of%20power%20plant%20and%20huge%20amount%20of%20money%20loss.%20It%20was%20also%20found%20from%20the%20trends%20of%20failure%20that%20the%20economizer%20is%20the%20zone%20where%20the%20leakages%20are%20found%20more.%20The%20maximum%20number%20of%20cause%20of%20failure%20in%20economizer%20unit%20is%20due%20to%20flue%20gas%20erosion.%20The%20authors%20in%20this%20paper%20have%20attempted%20to%20suggest%20a%20probable%20solution%20for%20reduction%20of%20erosion%20in%20economiser%20zone%20and%20its%20analysis%20using%20CFD%20tool.%20The%20past%20failure%20details%20revels%20that%20erosion%20is%20more%20in%20U-bend%20areas%20of%20Economizer%20Unit%20because%20of%20increase%20in%20flue%20gas%20velocity%20near%20these%20bends.%20Horizontal%20Arresters%20were%20provided%20on%20the%20way%20of%20flue%20gas%20to%20reduce%20its%20velocity%20near%20these%20bends.%20But%20it%20is%20observed%20that%20the%20velocity%20of%20flue%20gases%20surprisingly%20increases%20near%20the%20lower%20bends%20as%20compared%20to%20upper%20ones.%20In%20this%20paper%20the%20authors%20have%20submitted%20the%20findings%20of%20analysis%20of%20finned%20tube%20economizer%20with%20Arresters%20at%20different%20inclinations.%20A%20steady%203D%20CFD%20tool%20is%20used%20for%20analysis%20and%20flow%20of%20the%20flue%20gases%20over%20the%20coils%20has%20been%20observed.%20The%20effect%20of%20provision%20of%20arresters%20on%20the%20surface%20temperature%2C%20the%20flue%20gas%20temperature%2C%20pressure%20and%20velocity%20field%20of%20fluid%20flow%20within%20an%20economizer%20tube%20using%20the%20actual%20boundary%20conditions%20have%20been%20analyzed%20using%20CFD%20tool.%20The%20analysis%20considered%20the%20inclination%20of%20Arresters%20both%20in%26nbsp%3B%20upward%20and%20downward%20directions.%20The%20optimum%20dimensions%20of%20arrester%20and%20feasible%20inclination%20is%20recommended%20as%20a%20result%20of%20the%20study.%20The%20installation%20of%20Arresters%2C%20may%20affect%20the%20performance%20of%20economizer.%20The%20authors%20have%20analyzed%20the%20performance%20and%20tried%20to%20comment%20on%20this%20issue%20too.%20%3Cbr%3E%3C%2Fsmall%3E)
x-archive-meta01-language: eng
x-archive-meta01-licenseurl: http://creativecommons.org/publicdomain/mark/1.0/
x-archive-meta01-scanner: Internet Archive HTML5 Uploader 1.4
x-archive-meta01-subject: boiler tube failure
x-archive-meta01-title: Effect of Arresters on Erosion in Economizer Zone and its Analysis
x-archive-meta02-subject: erosion
x-archive-meta03-subject: Arresters and use
x-archive-size-hint: 178399
x-file-name: 21.pdf
x-file-size: 178399
x-requested-with: XMLHttpRequest
x-upload-date: 2013-06-04T11:31:02.000Z
